Philosophical 

Magazine 


Siros / 

U79.s-tazQ 


Philosophical Magazine Series 1 


Taylor Si Francis 

Taylor & Francis Croup 


ISSN: 1941-5796 (Print) 1941-580x (Online) Journal homepage: http://www.tandfonline.com/loi/tphm12 


Meteorological table 

Mr. Cary 

To cite this article: Mr. Cary (1822) Meteorological table, Philosophical Magazine Series 1, 
60:291.80-80. DPI: 10.1080/14786442208652795 

To link to this article: http://dx.doi.Org/10.1080/14786442208652795 


Published online: 29 Jul 2009. 


car Submit your article to this journal GF 


IjUL 


Article views: 2 


Rl View related articles □? 


Full Terms & Conditions of access and use can be found at 
http://www.tandfonline.com/action/jou rna 11 nformation?journalCode=tphm12 


r 


Download by: [University of California Santa Barbara] 


Date: 20 June 2016, At: 09:40 















Downloaded by [University of California Santa Barbara] at 09:40 20 June 2016 


SO 


Meteorology. 

METEOROLOGICAL TABLE, 


By Mr. Cary, of the Strand. 


Days of 
Month. 

1 822. 

Thermometer. | 

Height of 
the Barom. 
Inches. 

Weather. 

8 o’clock 
Morning. 

Noon. 

11 o’clock 
Night, 

June 27 

65 

71 

63 

30*20 

Fair 

28 

61 

68 

58 

*08 

Cloudy 

29 

56 

58 

57 

‘10 

Showery 

30 

56 

62 

60 

*01 

Cloudy 

July 1 

60 

68 

62 

•14 

Fair 

2 

60 

67 

61 

*01 

Cloudy 

3 

57 

72 

62 

*03 

Fair 

4 

63 

76 

68 

•04 

Fair 

5 

67 

67 

60 

29*80 

Thunder-shower 

6 

60 

67 

58 

30*02 

Cloudv 

7 

58 

71 

56 

•15 

Fair 

8 

57 

68 

60 

•25 

Fair 

9 

60 

69 

59 

•10 

Showery 

10 

60 

72 

63 

29-92 

Showery 

11 

63 

67 

58 

•83 

Showery 

12 

59 

67 

56 

•43 

Showery 

13 

59 

67 

55 

*99 

Fair 

14 

55 

70 

59 

3007 

Fair 

15 

59 

69 

58 

29-97 

Showery 

16 

58 

67 

59 

•77 

Showery 

17 

60 

69 

59 

•76 

Fair 

18 

63 : 

74 

60 

•80 

Showery 

19 

62 | 

72 

61 

*57 

Fair 

20 

60 

70 

60 

•61 

Showery 

21 

61 

70 

63 

•<53 

Cloudy 

22 

62 

70 

62 

•82 

Rain 

23 

64 

69 

62 

•81 

Rain 

24 

64 

70 

6o 

•68 

Fair 

25 

61 

70 

59 

•75 

Showery 

26 

60 

68 

58 

•83 

Showery 


N.B. The Barometer’s height is taken at one o’clock, 


